Brief comment text:

The reconfiguration of the 915mhz band would adversely affect the Meshtastic project as well as many other consumer uses, the user community relies on this band for experimentation and learning.  The Meshtastic project is being used for emergency communication as an alternative to SMS and other methods.  Please save this project by denying this request.
